(Plate XI) and if possible, more carefully examined, As the
excavation proceeded downwards, remains of six skeletons in
the most irregular positions conceivable, were foundl and skulk,
of which three were tolerably perfect, and were separate from the
bodies. I had directed the excavation to be carried down fast
to the foot of the cist, should there be one; and at the usual
depth of 9 feet a cist was found, very perfect, the covering
slabs of which were removed as the work proceeded ; and the
earth about the cist which remained was carefully picked out*
so as to leave nothing unexamined- Near the head of the cist*
and resting upon some earth above the end covering slab, some
bones were met with, and, on the earth at>ove them being
carefully picked away* a perfect skeleton was shown in profile*
without a head, and with the skull placed in the centre of dhe
body, with the face to the south. It had really so ghastly an
aspect, that it took some persuasion to get the workmen into
the grave to go on with the work*

This skull proved to be very perfect* and the bone had noc
changed into lime, so that I was enabled to make a tracing of it,
which I now show below.
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